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NOTIFICATIONS BY HEADS OF DEPARTMENTS, Ete. 


PRIVATE ADVERTISEMENTS 


Va 


NS 


NOTICE 


No Legal Responsibility is accepted for the Publication of Private Advertisement regarding Change of Name/ 
Surname in the Telangana Gazette. Persons notifying the changes will remain solely responsible for the legal 
consequences, if any and also for any other misrepresentation etc. however, Government do not accept any 
responsibility for its contents and is not a party to such advertisements. 


వ 


(By Order) 


Commissioner of Printing, Stationery & Stores Purchase. wy 


CHANGE OF NAMES 


I, DALAMALYA LAVANYA D/o YADANDI 
BHUMANNA, Beedi Roller, shall henceforth be known 
as DALAMALKA SAYAVVA W/o NARSATAH. 


R.T.L OF 
DALAMALYA LAVANYA 


Dilwarpur, 
07-08-2021. 


I, GODHAVARI MAMADI D/o KADARI 
DEVANNA, Beedi Roller, shall henceforth be known 
as MAMIDI RUKMA W/o MAMIDI PAPESHWAR. 


R.T.L. OF 
GODHAVARI MAMADI 


Lokeshwaram, 
07-08-2021. 


I, SAVITRI KURME D/o G. SAYANNA, Beedi 
Roller, shall henceforth be known as JADALA 
SAYAVVA W/o JADALA LINGANNA. 


Lokeshwaram, 
07-08-2021. 


R.T.L. OF 
SAVITRI KURME 


G -576. 


I, KALEVAR GANGAMANI D/o GANGARAM, 
Beedi Roller, shall henceforth be known as GALVE 
GEETHA W/o GALVE GANGADHAR. 


Makloor, KALEVAR GANGAMANI 
07-08-2021. 


I, HIMAYATHULLA KHAN S/o MOHAMMED 
INAYATH ULLAHA KHAN, Labour, shall henceforth 
be known as ZIAUR RAHMAN KHAN. 


Nizamabad, HIMAYATHULLA KHAN 


07-08-2021. 


I, TURKA CHAMEEM D/o SHAIK MOULANA, 
Beedi Roller, shall henceforth be known as SHAIK 
SHAMEEM W/o SHAIK MAHABOOB. 


Nandipet, TURKA CHAMEEM 


07-08-2021. 
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I, MEKALA SHARADHA D/o HANMANDLU, 
Beedi Roller, shall henceforth be known as 
MADDEPALLI SUPRIYA W/o MADDEPALLI 
SRAVAN. 


Nandipet, 
07-08-2021. 


MEKALA SHARADHA 


I, BALLA ARUNA D/o G. THIRUMAL, Beedi 
Roller, shall henceforth be known as G JAYALATHA 
W/o RAGHU. 


Dharpally, 
07-08-2021. 


BALLA ARUNA 


I, LATHA ADDANKI D/o KOTA MALLATAH, 
Beedi Roller, shall henceforth be known as ADDENKI 
MANJULA W/o ADDENKI LINGATAH. 


Rajanna Sircilla, LATHA ADDANKI 


11-08-2021. 


I, KUNTALA YAMINI D/o THONDAKURI 
DEVANNA, Beedi Roller, shall henceforth be known 
as BOJAVVA KUNTALA W/o MUTHANNA. 


Mudhole, KUNTALA YAMINI 
11-08-2021. 


I, MANI KANIKARAM D/o INDURI NARSATAH, 
Beedi Roller, shall henceforth be known as 
KANIKARAPU RAJAMANI W/o NARSATAH. 


Raikal, 1.1.1. OF 
11-08-2021. MANI KANIKARAM 


I, SREERAM NILIMMA D/o SREERAM 
BRAHMAIAH, Beedi Roller, shall henceforth be known 
as SRIRAM GOVINDAMMA W/o SRIRAM 
PRAKASH. 


Navipet, SREERAM NILIMMA 


11-08-2021. 


I, VUSAKOY YALA RUSHITHA D/o VUSA- 
KOY YALA SUDARSHAN, Beedi Roller, shall 
henceforth be known as VUSHAKOYYALA 
RUCHITHA W/o VUSHAKOYYALA GANGA 
KISHAN. 


Navipet, VUSAKOYYALA RUSHITHA 


11-08-2021. 


[Part-II 


I, BHAGYAMMA KALAL D/o GUNDEKAR 
NARA GOUD, Beedi Roller, shall henceforth be 
known as ESHWARAMMA THATIPAMULA W/o 
T. DHARMA GOUD. 


Lokeshwaram, R.T.I. OF 
11-08-2021. BHAGYAMMA KALAL 
I, UDIGIRI RAJITHA D/o UDIGIRI NARSAIAH, 
Beedi Roller, shall henceforth be known as 
THAMBAK LAVANYA W/o THAMBAK 
NARESH. 
Nandipet, UDIGIRI RAJITHA 
11-08-2021. 


I, KAMERI DURGA D/o CHINNAIAH, Beedi 
Roller, shall henceforth be known as BORLAKUNTA 
DAYASHEELA W/o Late BORLAKUNTA 
LINGANNA. 


R.T.L. OF 
KAMERI DURGA 


Bazarhathnoor Mandal, 
11-08-2021. 


I, BITLING KALAVATHI D/o DAYYALA 
BHUMANNA, Beedi Roller, shall henceforth be known 
as BITLINGU KRISHNAVENI W/o BITLINGU 
SURESH. 


Sarangapur, BITLING KALAVATHI 


11-08-2021. 


I, VASANTHA KIRADHAM D/o KIRADAM 
CHINNA REDDY, Beedi Roller, shall henceforth be 
known as KIRADAM SARITHA W/o KIRADAM 
HANMANTH REDDY. 


R.T.L. OF 
VASANTHA KIRADHAM 


Bhainsa, 
11-08-2021. 
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